O.P.I 3 — Ascension  Catholic  Church 
Oak  Park,  Illinois 
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ASCENSION  CATHOLIC  CHURCH 
OAK  PARK,  ILLINOIS 
A  beautiful  building  of  Romanesque  Archi- 
tecture serving  a  large  congregation. 
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